274     NONDOCKETED ITEMS

9005290243 PNO-l-90-041A:on 900509,75 gallons of contaminated water spilled out of
TN-RAM cask & into trench.Cask should contain no free-standing liquid.Cask placed
in secured parking area within burial site.State of CT notified.

ROTH.J., BORES,RJ. Region 1, Ofc of the Director. 90/04/10. 1p. 53937:333-
53937:333.

NUREG NUREG REPORTS AND RELATED CORRESPONDENCE

9003160311 SECY-90-081 Requests approval of final draft Section 208 rept to Con-
gress on AOs for Oct-Dec 1989,

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/03/09. 21pp.
53613:059-53613:079.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW,J.G. Associate Director for Projects (Post 870411). GL-89-21. 90/04/25.
Consolidated Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004230107 Forwards safety evaluation accepting licensee 890615-0821 Itrs re plans
for insp & mod of recirculation piping & any cipher suscepfblo to SGSCC at plant.
LE.N.B. Project Directorate 11-1. TAG 76041. &:/'V-. !3 EU"Y.!.A\. Carolina Power &
Light Co. 3pp. 53561:326-53561:332.

9004230256 Informs of change to SAR & NUREG-0737,item II.E.4.1 submittal re hydro-

FISICARO.J.J.'Arkansas Power & Light Co. 2CAN049009. 90/04/11. Document Con-
trol Branch (Document Control Desk). 4pp. 53557:124-53557:127.

9004230360 Forwards Suppl 1,proprietary ANF-1224(P)(A) & nonproprietary ANF-
1224(NP)(A) topical rept, "Departure From Nucleate Boiling Correlation for High Ther-
mal Performance Fuel," per NUREG-0390.Proprietary rept withheld (ref 10CFR2.790).
COPELAND.R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.).
RAC:027:90. 90/04/05. Office of Nuclear Reactor Regulation, Director (Post 870411).
2pp. 53585:097-53585:242.

9004230370 Forwards Requalification Program/Retake Exam Rept 50-423/90-020L ad-
ministered on 900205-1 S.Program assigned overall rating of satisfactory.per NUREG-
1021,

GALLO.R.M. Region 1, Ofc of the Director. 90/04/11. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 2pp. 53559:069-53559:185.

9004230396 Summary of 900321 meeting w/NUMARC,EPRI & vendors owners groups
re accident mgt research results.

SOLBERG.D.E. Reactor & Plant Systems Branch. FIN B-5723. 90/04/13.
SHOTKIN.LM. Reactor & Plant Systems Branch. 600pp. 53557:144-53558:358.

9004230494 Advises that 890217 & 0310 responses to Generic Ltr 88-14 re instrument
air supply sys problems affecting safety-related sys acceptable.per 890525 & 1024 re-
sponses to NRC 890421 & 0909 requests for addl info.

MACDONALD.D.G. Project Directorate 1-1. GL-88-14. 90/04/18. CREEL.G.C. Balti-
more Gas & Electric Co. 3pp. 53584:216-53584:218.

9004240070 Forwards NUREG-1402, "Closeout of NRC Bulletin 88-005: Nonconforming
Matls Supplied by Piping Supplies.lnc at Folsom.NJ & West Jersey Mfg Co at
Williamstown.NJ." NUMARC effort to resolve items in bulletin commendable.
RUSSELL.W.T. Associate Director for Inspection & Technical Assessment (Post
870411). IEB-88-005. 90/04/11. RASIN.W.H. Nuclear Management & Resources
Council (NUMARC) (formerly Nuclear Utility Manage. 89pp. 53591:169-53591:257.

9004240215 Forwards safety evaluation accepting util proposed changes to plant feed-
water nozzle insp program.Notes requirement for continued periodic repts & submittal
of another program prior to end of insp interval.

LONG.W.O. Project Directorate 111-1. TAG 75101. 90/04/18. PARKER.T.M. Northern
States Power Co. 3pp. 53594:004-53594:009.

-9004240218 Safety evaluation accepting util proposed changes to feedwater nozzle
insp program.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 90/04/18, 3pp.
53594:007-53594:009.

9004240247 Advises that implementation of Generic Ltr 89-06 requirements re SPDS
completed.per Suppl 1 to NUREG-0737 & NUREG-1342.

BRINKMAN.D.S. Project Directorate 1-1. GL-89-06. 90/04/18. BRAM.S.B. Consolidat-
ed Edison Co. of New York, Inc. 2pp. 53587:357-53587:358.

9004240417 Forwards safety evaluation supporting procedures generation package for
plant submitted on 840731,per Generic Ltr 82-33, 880711-22 audit of plant emergency

Esrating procedures & 891212-14 follow-up insp.
NG.W.O, Project Directorate 111-1. TAG 44317. 90/04/17. PARKER.T.M. Northern
States Power Co. 4pp. 53592:305-53592:320.

-9005030138 Safety evaluation re procedures generation package for
plant.Correspondence from D Musoff dtd 840731 should be reviewed to address pro-
grammatic improvements outlined in Section two of rept.

*   NRC -  No Detailed Affiliation Given.   GL-82-33. 90/04/17.  12pp.  53592:309-
53592:320.

9004240455 Advises of Region II plans to fully support 901024 emergency prepared-
ness exercise at facility.Participation will involve base team & expanded site team re-
sponding to exercise as delineated in NUREG-0845,Suppl 1.

EBNETER.S.D. Region 2, Ofc of the Director. 90/04/16. HAIRSTON.W.G. Alabama
Power Co. 3pp. 53594:092-53594:094.

9004250010 Advises that util 890711 response to Generic Ltr 89-06 re SPDS certified
that SPDS at facility fully meets requirements of Suppl 1 to NUREG-0737 taking into
account info provided in NUREG-1342.Actions on Itr complete.
HALL.J.R. Project Directorate III-3. GL-89-06. 90/04/19. LIU.L Iowa Electric Light &
Power Co. 3pp. 53614:154-53614:156.

9004250028 Advises that licensee 890814 response to Generic Ltr 89-06 meets require-
ments re SPDS,

NEIGHBORSJ.D. Project Directorate 1-1. GL-89-06. 90/04/19. BRONS.J.C. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53603-356-
53603:358.

9004250030 Concludes that util 890808 response to Generic Ltr 89-06 indicates that
facility will  satisfactorily  meet  all  requirements  for  SPDS  specified in  NUREG-
0737,Suppl 1, provided commitments completed on schedule,
ENGLE.L.   Project   Directorate  II-2.  GL-89-06.   90/04/19.   STEWART.WL   Virginia
Power (Virginia Electric & Power Co.). 3pp. 53598:122-53598:124.

9004250041 Advises that util 890710 response to Generic Ltr 89-06 re requirements for
SPDS.acceptable.

SHIRAKI.C.Y. Project Directorate I-2. GL-89-06. 90/04/19. MILTENBERGER.S Public
Service Electric & Gas Co. of New Jersey. 3pp. 53599:061-53599:063.

9004250059 Advises that Region II plans to fully support 900607 emergency prepared-
ness exercise at facility.Participation guidelines delineated in NUREG-0845,Suppl
1.Requests challenge of dose assessment team.

EBNETER.S.D. Region 2, Ofc of the Director. 90/04/16. TUCKER,KB. Duke Power
Co. 3pp. 53597:026-53597:028.

9004250101 Requests approval to locate new emergency opornticns *?:i:'V hsvorr 20-
rnile limit from plant.per NUREG-0696 & Suppl 1 to NJrRj-C7:?7. msr'ovorrD.-ts to
new facility include addl telephones to assist technical support personnel.
BRADHAM.O.S. South Carolina  Electric & Gas Co.  90/04/18. Document Control
Branch (Document Control Desk). 8pp. 53599:173-53599:180.

9004250113 Advises of NRC participation in 900720 emergency preparedness exercise
at facility.

EBNETER.S.D. Region 2, Ofc of the Director. 90/04/18. TETRAULT.R.E Babcock &
WilcoxCo. 2pp. 53600:132-53600:133.

9004250333 Advises that util 890629 response to Generic Ltr 89-06 re SPDS
acceptable,per Suppl 1 to NUREG-0737 & NUREG-1342.

LABARGE.D.E. Project Directorate 1-1. GL-89-06. 90/04/18. BRONS.J.C, New York
Power Authority (formerly Power Authority of the State of New York). 2pp. 53597:236-
53597:237.

9004250335 Advises that util 890710 response to Generic Ltr 89-08 re pipe wall thin-
ning induced by erosion &/or corrosion acceptable.based on confirmation that ero-
sion/corrosion program meets or exceeds App A to NUREG-1344 requirements.
DE AGAZIO,A.W. Project Directorate 111-1. GL-89-08. 90/04/19. BERRY.K.W Con-
sumers Power Co. 3pp. 53603:191-53603:193.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANG ART, R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). IEIN-89-027. 90/05/04. Consolidated Edison Co. of New York, Inc. 101 pp
53753:001-53753:103.

9004260167 Advises that util 880710 response to Generic Ltr 89-06 re SPDS accepta-
ble.

DE AGAZIO.A.W. Project Directorate 111-1. GL-89-06. 90/04/19. BERRY,K.W. Con-
sumers Power Co. 3pp. 53629:019-53629:021.

9004260172 Advises that licensee 890802 response to Generic Ltr 89-06 re SPDS
meets requirements of Suppl 1 to NUREG-0737 & NUREG-1342 & acceptable.
TAM.P.S. Project Directorate 1-4. GL-89-06. 90/04/23. SIEBER.J.D. Duquesne Light
Co. 3pp. 53608:170-53608:172.

9004260185 Advises that licensee DCRDR program satisfies requirements of Suppl 1 to
NUREG-0737 & acceptable.Safety evaluation & LLL technical evaluation rept encl.
CHANJ.L   Project  Directorate V. TAG  63375. 90/04/20.  CONWAY.W.F. Arizona
Public  Service  Co.   (formerly  Arizona   Nuclear  Power   Project).  6pp.  53628:338-
53628:357.

9004260236 Submits supplemental response to Generic Ltr 89-19 request for action re
resolution of USI A-47.Emergency operating procedures adequately address need for
depressurization during small-break LOCA.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast U*i!itios). 313-:96
90/04/19. Document Control Branch (Document Control Desk). 3pn. 5362S:'35-
53629:137.

9004260260 Application for amend to License NPF-21,revising Tech Spec 3.3.7.5 to
allow exception to Spec 3,0.4 during periods when accident monitoring instrumenta-
tion channels inoperable.

SORENSEN,G.C. Washington Public Power Supply System. GO2-90-078. 90/04/18
Document Control Branch (Document Control Desk). 4pp. 53629:138-53629:142.

9004270239 Forwards FR notice announcing availability of NUREG/CR-5517, "IM-
PACTS-BRC Version 2.0 Program Users Manual."

AUSTIN.J.H. Regulatory Branch. 90/04/20. LESAR.M.T. Office of Administration (Post
890205). 1p. 53634:114-53634:116.

-9004270269 Notice of availability of NUREG/CR-5517. "IMPACTS-BRC Version 2.0
Program User's Manual."
AUSTIN.J.H. Regulatory Branch. 90/04/20. 2pp. 53634:115-53634:116.

9004300119 Requests addl reprinting of NUREG/CR-3585,Vols I & II in anticipation of
future requests.

AUSTIN,J. Regulatory Branch. 90/04/20. MEYER,D. Regulatory Publications Branch.
1 p. 53653:092-53653:092.

9004300195 Advises that 890711 response to Generic Ltr 89-06 re SPDS acceptable.
DIIANNI.D.C. Project Directorate 111-1. GL-89-06. 90/04/23. PARKER.T.M. Northern
States Power Co. 3pp. 53655:255-53655:257.

9004300210 Advises that 890711 response to Generic Ltr 89-006 re SPDS
acceptable.per Suppl 1 to NUREG-0737 & NUREG-1342.

BOURNIAA Project Directorate IV (891001-900602). GL-89-06. 90/04/24
GATES.W.G. Omaha Public Power District. 4pp. 53656:138-53656:141.

9004300215 Advises that facility meets NUREG-0737,Suppl 1 & Generic Ltr 89-06 re-
quirements re SPDS.

SAM WORTH, R.B. Project Directorate V. GL-89-06, 90/04/25. SORENSEN.G.C.
Washington Public Power Supply System. 3pp. 53636:055-53636:057.c of the Director. 90/03/12, 194pp. 54027:358-
